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Message Text 


UNCLASSIFIED 

PAGE 01 CARACA 00549 161517Z 

70 

ACTION HEW-06 

INFO OCT-01 ARA-10 ISO-OO OES-05 RSC-01 /023 W 

052937 

R 161343Z JAN 75 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 7281 

UNCLAS CARACAS 0549 

E.O. 11652: N/A 

TAGS: ETRD, EIND, TBIO, XX 

SUBJECT: RECALL OF INCORRECTLY MANUFACTURED AND 
INCORRECTLY LABELED MEDICAL DEVICE 

REF: STATE 4097 

ON CONTACTING PRODUCTOS MILES, CARACAS, VENEZUELA, EMBASSY 
WAS ADVISED THAT THEY HAD RECEIVED COMMUNICATIONS, IN 
OCTOBER 1974, FROM AMES COMPANY, DIVISION OF MILES 
LABORATORIES INC. REGARDING INCORRECTLY MANUFACTURED AND 
LABELED DIAL FACES FOR THE AMES BLOOD ANALYZER, PER 
REFTEL. LOCAL COMPANY RECALLED ALL DIAL FACES 
RECEIVED FOR ALL 14 TESTS FINDING ONLY ONE INCORRECTLY 
MANUFACTURED WHICH WAS RETURNED TO AMES. 
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Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: MEDICAL EQUIPMENT, MEASURING INSTRUMENTS, RECALLS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 16 JAN 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975CARACA00549 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D75001 7-0690 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 97501 47/aaaabpjp. tel 

Line Count: 40 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 4097 
Review Action: RELEASED, APPROVED 
Review Authority: MorefiRH 
Review Comment: n/a 
Review Content Flags: 

Review Date: 25 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <25 APR 2003 by SilvaL0>; APPROVED <10 NOV 2003 by MorefiRH> 

Review Markings: 
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EO Systematic Review 
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Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: RECALL OF INCORRECTLY MANUFACTURED AND INCORRECTLY LABELED MEDICAL DEVICE 
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